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Documents Affected: 


D5370 Rev B, D5373 Rev E, D5522 Rev C, D5527 Rev B 


IF APPLICABLE: NCR: PAR: CAR: CIR: URF: 17-613 
PAPERWORK UPDATE = [_| PARTS MUST COMPLY [x] PREVIOUS PARTS SATISFACTORY [__] 
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| _4 [Manufacturing Licensing Agreement Update | eae 

LH] Engineering Actions SS Notes 

| 5 [Required Documents/Drawings/Item ID's Under Review (URF) 

ay o be updated after trial fit 

Update Document Record (DR) 

| 8 [Update Product Compatability Matix ž | 

| 9 [Notify TC / FAA of Change (eg. ICA, 8110-3) 

ee 


Document Control Actions Notes 
ve / Update Electronic Files / Design Journal 

pdate Product Specification Files (Bluefiles) 

pdate Approved/Preliminary Dwg PDF Files 

pdate Product Development Summary (STC applications) 

pdate QS! 021 (TC/FAA STC) and/or STC Approval List 

eate/Update Parts / STC Database 

pdate / Verify Airworthiness Release Certificate Database 

reate / Update Change Record Form / Item Card Database 

reate / Update Packaging Process Plan (PPP) 

ed Decals required on Packaging Process Plan (PPP)? 

pdate Controlled Supplier Documents (Qpulse) Database 

pdate Grey Project Binder / Electronic Project Folder 

pdate D-Part / M-Drawing / DSI / DEO Master Binders 

pdate “Royalty Paid to" attribute (Parts sold under Dart USA STC's) 
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Description / Action: 
- release to manufacture parts for prototyping 

- parts made to these new revisions cannot be released to customers until updated drawings, Installation Instructions and Instructions for Continued Airworthiness 
approved by the FAA 

- D5370-1 and D5373-3/-7/-9/-11 parts in stock need to be scrapped 

- D5522-041/-042 stock needs to be re-worked 

- D5527-3 in stock need to be scrapped 

- D5521-041 in stock need to be scrapped/reworked 

- new D139-799-039 kit required for trial fit before Plex shutdown per attached preliminary parts list 
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